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Groundbreaking 


A reception immediately follows groundbreaking. Please join us in Rogm 101 
of the T 
Building for refreshments. Thank you for your attendance today, Seecanical 
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A NEW WELDING SHOP BUILDING FOR DODGE CITY COMMUNITY COLLEGE, DODGE CITY, KS. 


Square footage 
Estimated construction cost 
Anticipated completion 
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